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CAMS WEEKLY REPORT 


10 December - 16 December 1977 


1. On Tuesday, 13 December 1977, a meeting was held 
to discuss the latest Request-For-Change (RFC) to 
STATINTL the BEEN CAMS interface. Based on decisions 
made in the meeting, design work is progressing 
for the changes necessary to CAMS in order to support 
this large developmental effort. 


STATINTL 


CAMS Project Manager 
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